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TO AMEMBASSY MOSCOW 
INFO AMCONSUL FRANKFURT 

CONFIDENTIAL STATE 028781 

E.O. 11652: GDS 

TAGS:ASEC 

SUBJECT : ALARM SYSTEMS 

MOSCOW FOR ALLEN, FRANKFURT FOR RTC 

1. SY/T ADVISED THAT PLANS ARE BEING MADE TO INSTALL A 
WELLS-FARGO ALARM SYSTEM IN CERTAIN AREAS OF CHANCERY. THIS 
SYSTEM SIMILAR TO THAT INSTALLED IN LENINGRAD. 

2. SY/T FURTHER ADVISED THAT ALLEN HAS EXPRESSED REQUIRE- 
MENT FOR ELEVEN ZONES IN NEW SYSTEM. 

3. TOTAL POST REQUIREMENTS CAN BE SATISFIED WITH FIFTEEN 
ZONES. TWENTY-ZONE UNIT IS TOO LARGE FOR CURRENT MSG DESK 
SET-UP. FIFTEEN ZONES CAN BE PROVIDED THROUGH ONE TEN-ZONE 
AND ONE FIVE-ZONE MONITOR OR THREE FIVE-ZONE MONITORS. 

4. ADVISE YOUR PREFERENCE ON SIZE OF MONITORS. ALSO PRO- 
VIDE SY/T WITH A MEMORANDUM OUTLINING HOW ELEVEN ZONES WILL 
BE EMPLOYED. KISSINGER 
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